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Date: 25-05-2022 Health Bulletin Time: 6:00 PM 
Bulletin No. 838 (since 15t" March 2020) 
© Positive Today: 08 #Y Recovered Today: 14 
42 Death Today: 00 & Active Cases: 70 
S*’’ Sample Positivity today: 0.55% | R% Recovery Percentage: 96.11% 
1. Total cumulative Positive COVID-19 detected since 01.01.2022: 92747 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 89142 (96.11%) 


3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3260 (3.51%) 


4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 275 (0.30%) 
5. Number of samples found negative for COVID-19 today: 1450 
6. Total number of samples sent for COVID-19 testing today: 1999 
7. Total number of cumulative samples found negative since 01.01.2022: 1342861 


follow Covid appropriate behavior when 
traveling or in a crowd 
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Detailed Status of Sample Tested 


: Negative as Positive 
Negative ; Positive j 
H Cumulative 5 Cumulative 
in last 24 i in last 24 : 
hours SH hours oe 
01.01.2022 01.01.2022 


Haridwar 127 139 
Details of Districts having Positive COVID-19 Cases 
Almora 4530 4136 2 4 388 
Bageshwar 2089 2001 1 0 87 
Chamoli 3203 3091 3 3 106 
Champawat 1912 1890 1 1 20 
Dehradun 33161 32582 38 174 367 
Haridwar 13133 12867 7 25 234 
Nainital 11361 11281 6 29 45 
Pauri Garhwal 5277 4290 1 18 968 
Pithoragarh 2559 2420 0 4 135 
Rudraprayag 2704 2574 1 2 127 
Tehri Garhwal 2367 2023 6 5 333 
U.S. Nagar 8805 8519 1 5 280 
Uttarkashi 1646 1468 3 5 170 
Total 92747 89142 70 275 3260 
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COVID-19 Vaccination 
25th May 2022 
* Sessions Held Today: 827 
* Number of Beneficiaries Vaccinated Today: 16516 
* Total Number of Beneficiaries Partially Vaccinated: 9004163 
* = Total Number of Beneficiaries Fully Vaccinated: 8336386 
* Total Number of Beneficiaries Given Precaution Dose: 564673 
Details of Beneficiaries Vaccinated in Uttarakhand 
Citizens Health Care Worker Front Line Worker ge 
Cumulative 
Districts 12-14 ae te a pat 18+ years 18+ years iP ane if ane Depa a Precaution 
Yrs 1st Dose 2nd Dose Dose Dose Dose Dose 
1st Dose alas plese MNS Coverage Coverage Coverage | Coverage | Coverage | Coverage coverage 2nd Bose 
Dose Coverage | Coverage Dose 
Almora 18070 10169 29056 22939 383608 357133 6022 6033 9957 9762 38417 545 318 
Bageshwar 9573 6369 14106 12960 186320 172485 2521 2323 2401 22875 105 131 
Chamoli 14731 11186 19701 18580 275141 271057 4022 6493 6634 34470 279 577 
Champawat 9878 3793 13349 9746 184515 172017 2314 7583 7503 16107 520 46 
Dehradun 59688 26539 100977 75788 1578680 | 1480401 36721 30671 31293 134509 1411 557 
Haridwar 64890 6760 79666 41637 1515129 | 1454908 17617 48461 48447 57923 698 125 
Nainital 36477 17108 51793 38726 758253 734210 13985 20110 20211 57632 938 281 
Pauri 20655 9145 32378 26801 454515 426088 7929 7101 7183 41138 513 168 
Pithoragarh 14462 7834 23479 19246 327406 317619 4112 8321 8414 24388 680 93 
Rudraprayag 8299 4544 12576 10782 173812 160445 2456 2692 2713 14136 68 151 
Tehri 21896 13647 31072 27135 399999 364153 6314 4923 5041 38068 863 227 
US Nagar 56626 24295 89353 69733 1357623 | 1357638 12584 34790 33957 56810 5967 450 
Uttarkashi 12245 4998 18143 14234 236901 224792 3461 3487 5000 5092 28200 530 275 
Total | 347490 | 146387 | 515649 | 388307 | 7831902 | 7492946 | 120697 120095 | 188425 | 188651 564673 | 13117 3399 


